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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, January 30, 1963 





The regular meeting of the Air Pollution 
Control Board was held Wednesday even- 
ing, January 30, 1963, at 7:30 p.m., in 
Room 136, City Hall. 


Present: Board Members Ansley, Bintz, 
Crist, Dodson, Lee, Ray and Tableman—7. 


Absent: Board Member Oeming and 
Engineer Pesterfield. 


Guests: Messrs. Street, Jr., Kendregan 
and Hippler representing Lansing Foundry ; 
Mssrs. Collier, Lindland and Deane repre- 
senting Centrifugal Fusing; Messrs. Wil- 
cox, Ellsworth and Martin representing 
Motor Wheel; Mr. Collins of Local 182 
and interested citizens. 


The meeting was called to order by 
Chairman Ansley. The secretary announced 
that a quorum was present. It was moved 
by Mr. Crist, seconded by Mr. Lee, that 
the minutes of the previous meeting be 
approved as printed. 


Motion carried. 


Mr. Ansley noted that we have received 
the results of the five-year sampling pro- 
gram carried out in cooperation with the 
U. S. Public Health Service. Lansing’s 
average fallout was 83 micrograms per 
cubic meter. The national average for 
cities of this size was 118 micrograms per 
cubic meter. 


Mr. Ansley also noted that we have re- 
ceived a copy of the Michigan Department 
of Health study regarding Centrifugal 
Fusing. The report was received and 
placed on file. 


Mr. Ansley asked Lansing Foundry if 
they wished to reply to the show cause 
order. Mr. Street, Jr., Attorney, spoke in 
behalf of the company. Their cupola was 
damaged during construction of a rail- 
road underpass adjacent to the property. 
They plan to correct this condition in the 
spring and they feel that this will alleviate 
the air pollution complaints. 


In order that the Board might consider 
all problems at once, Mr. Ansley then 
asked for a progress report from Centri- 


fugal Fusing. Mr. Ellsworth and Mr. 
Martin presented data that they correlated 
to the study made by the Michigan De- 
partment of Health. Mr. Dean, Mr. Lind- 
land and Mr. Collier all spoke for the 
company. They noted several corrections 
already completed including enlarged water 
lines to the wet caps, a protective screen, 
etc. They plan to install an after burner 
before the wet cap. 


Mr. Collins spoke for local 182 (asso- 
ciated with both Centrifugal Fusing and 
Motor Wheel) regarding paint damage to 
cars in the parking lots and possible loss 
of insurance because of it, Several citi- 
zens also offered comments. 


It was moved by Mr. Crist, seconded by 
Mr. Dodson, that the Board convene as 
a Committee of the Whole for discussion 
of these matters. 


Motion carried. 


It was moved by Mr. Bintz, seconded by 
Mr. Lee that the Board reconvene in regu- 
lar session, 


Motion carried. 


It was moved by Mr. Ray, seconded by 
Mr. Bintz, in the matter of Centrifugal 
Fusing, that the citation be continued and 
that they be placed on a _ probationary 
status with the understanding that modi- 
fications in the cupola system, as outlined 
by the company, be installed and further 
that they be directed to report progress 
monthly until otherwise notified. 


Yes—7. Nays—0., 

Motion carried. 

It was moved by Mr. Bintz, seconded by 
Mr. Crist, that Lansing Foundry be given 


90 days to report back on progress towards 
abatement of their problem. 


Yeas—7. Nays—0. 


Motion carried. 
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The next meeting will be held February 
20, 1963, sf 


; e 


It was moved by Mr. Bintz, seconded by 
Mr. Lee, that the meeting be adjourned. 


Motion carried. 


FEBRUARY 11, 1963 


The meeting adjourned at 9:45 p.m. 
Respectfully submitted, 


BERNARD W. ANSLEY, 
Chairman. 


NORMA DONOVAN, 
Secretary. 
F/B 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, February 20, 1963 





The regular meeting of the Air Pollu- 
tion Board was held Wednesday evening, 
February 20, 1963, at 7:30 p.m., in Room 
136, City Hall. 


Present: Board members Ansley, Bintz, 
Lee and Ray. 


Absent: Board members Crist, Dodson, 
Oeming and Tableman. 


Guest: Mr. Martin representing Motor 
Wheel Corporation. 


The meeting was called to order by 


Chairman Ansley. The secretary reported 
that a quorum was not present. 


It was moved by Mr. Ray, seconded by 
Mr. Lee that the minutes of the last meet- 
ing be approved as printed. 


Motion carried. 


The estimated budget for 1963-1964 was 
discussed and the following expenditures 
proposed: 


AIR POLLUTION BOARD 


Budget Estimate July 1, 1963- 
June 30, 1964 


SALARIES 

Engineer, 12 months at $172.50_.. $2,070.00 
Secretary: 12 months at $16.66___. 200.00 
TRAVEL EXPENSE 


Local inspections and 
investigations 400.00 


Attendance of Engineer at Air 
Pollution Control Assn. Annual 


Conference. ......—--—--.5- 200.00 
STAMPS & STATIONERY  .__.. 50.00 
PHOTOGRAPHIC SUPPLIES 

AND SERVICES __....-.....-..-- 50.00 

Ts a $2,970.00 


Mr. Martin reported in behalf of Cen- 
trifugal Fusing that North American Burn- 
er Company will present detailed engineer- 
ing drawings, specifications and quotations 
by the end of the month. Then bids can be 
taken for the installation. 


Mr. Ansley reported that the Davidson 
Chemical Company study will begin shortly. 


It was moved by Mr. Lee, seconded by 
Mr. Bintz, that the Board go on record 
as supporting the proposed law controlling 
air pollution in the State of Michigan. 


Motion carried. 


The next meeting will be held April 3, 
19638. 


The meeting adjourned at 8:00 p.m. 
Respectfully submitted, 


BERNARD W. ANSLEY, 
Chairman. 


NORMA DONOVAN, 
Secretary. 
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It was moved and supported, that if the 
acquisition could be accomplished for 235 
S. Grand it could be done subject to a 
fair appraisal, 


Lost by a 4 yea and 3 nay vote. 
A report from the Metropolitan Rede- 


velopment Director, Winston Folkers, was 
presented. 


APRIL 8, 1963 


The possibility of the relocation of the 
Planning Department was discussed and 
referred to the Public Lands and Building 
Committee. 


The meeting adjourned at 10:40 P.M. 


RAYMOND C. GUERNSEY, 
Secretary. 





OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, April 3, 1963 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, April 
3, 1963, at 7:30 p.m., Room 136, City Hall. 


Present: Board Members Ansley, Bintz, 
Dodson, Oeming and Ray—b. 


Absent: Board Members Crist, Lee and 
Tableman—3. 


Guests: Messrs. Collier and Dean repre- 
senting Centrifugal Fusing, 


The secretary announced that a quorum 
was present. 


It was moved by Mr. Bintz, seconded by 
Mr. Ray, that the minutes of the last 
meeting be approved as printed and con- 
sidered as part of the official function of 
this Board. 


Motion carried. 


Mr. Collier reported on progress of work 
at Centrifugal Fusing towards compliance 
with the Board’s request. He stated that 
they are waiting for the last of the in- 
stallation bids and prints. Then they can 
proceed towards installation. 


Mr. Ansley presented the draft of a 
descriptive brochure prepared for the 
Board by Mr. McKesson. 


It was moved by Mr. Dodson, seconded by 
Mr. Oeming, that the materials be accepted. 


Motion carried. 


Mr. Pesterfield reported on complaints re- 
garding Motor Wheel, Capital Laundry 
and the Michigan School for the Blind. 


The Engineer was directed to contact 
Capital Laundry and warn them to exer- 
cise more care in contro] of the effluent 
from their burner. 


It was moved by Mr. Bintz, seconded 
by Mr. Ray, that the necessary steps be 
taken to eliminate the violation at the 
Michigan School for the Blind. 


It was moved by Mr. Ray, seconded by 
Mr. Dodson, that we purchase equipment 
for another fallout station. 


Motion carried. 


Mr. Pesterfield discussed the situation at 
Davison Chemical Company. There have 
been some complaints, He reported that 
the Michigan Department of Health has 
been requested to proceed with their sur- 
vey. At the completion of that survey, the 
Board will re-evalute the situation. This 
report is expected before summer. 


The next meeting will be held May 1, 
1968, Room 136, City Hall, 7:30 p.m. 


It was moved by Mr. Oeming, seconded 
by Mr. Bintz, that we adjourn. 


Motion carried, 


The meeting was adjourned at 8:35 p.m. 
Respectfully submitted, 


BERNARD W. ANSLEY, 
Chairman. 


NORMA DONOVAN, 
Secretary, 
B/P 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, May 1, 1963 


The regular meeting of the Lansing Air 
Pollution Board was held Wednesday even- 
ing, May 1, 1963, Room 1386, City Hall, at 
7:30 P.M. 


Present—Board Members Ansley, Bintz, 
Crist, Dodson, Lee and Tableman—6. 


Absent—Board Members Oeming and 
Ray. 


Guests—Messrs. Collier and Dean repre- 
senting Centrifugal Fusing and Mr. Swift, 
an interested citizen. 


The secretary announced that a quorum 
was present. 


Minutes of the last meeting were ap- 
proved as printed. 


Mr, Ansley read a copy of a communi- 
cation from the City Attorney to the State 
Controller regarding corrections at the 
Michigan School for the Blind. 


The letter was placed on file. 


Mr. Ansley read a communication from 
Lansing Foundry stating that rebuilding of 
their cupola will begin on May 24. 


iad letter was received and placed on 
file. 


It was moved by Mr, Bintz, seconded by 
Mr. Crist, that we hold the citation against 
Lansing Foundry in abeyance for sixty 
(60) days, pending installation of cupola 
corrections. 


Yeas—6, 
Nays—0. 


Motion carried. 


The Board instructed the Engineer to 
check on progress of the installation before 
the next meeting. 

Mr. Collier reported that equipment has 
been ordered and that installation should 
be completed around July 1. 


The Board requested another progress re- 
port in 90 days. 


Mrs. Ansley reported on the Council 
recommendations for the 1963-1964 Budget. 


Mr. Pesterfield reported that Capital 
Laundry was notified of their violation as 
instructed. 


We have had no further complaints. 


Mr. Swift asked about abatement of the 
smoke problem from Motor Wheel. Mr. 
Pesterfield reported that he had been unable 
to note a violation to date but that he will 
continue to check on the situation. 


The Board requested that Mr. Pesterfield 
secure a report on progress of the Davison 
Chemical Company survey from the Michi- 
gan Department of Health prior to our 
next meeting. 


Mr. Ansley reported that several Council 
members had commented favorably on pro- 
gress made during the past year towards 
abating Lansing’s air pollution problems, 


The next meeting will be held June 5, 
1968, Room 136, City Hall. 


It was moved by Mr. Lee, seconded by 
Mr. Bintz, that the meeting be adjourned. 


Motion carried. 


Meeting adjourned at 8:15 p.m. 
Respectfully submitted, 


BERNARD W. ANSLEY, 
Chairman. 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, June 5, 1963 





Board Members present: Ansley, Bintz, 
Dodson, Lee, Oeming, Ray and Tableman. 


Board Member absent: Crist. 


The meeting was called to order by Chair- 
man Ansley. The Secretary announced that 
a quorum was present. 


It was moved by Mr. Tableman, seconded 
by Mr. Lee, that the minutes of the last 
meeting be approved as printed. 


Motion carried. 


Mr. Ansley reported that a communica- 
tion from the administration of the Michi- 
gan School for the Blind. indicates that 
provisions have been made for a new heat- 
ing facility. 


Mr. Pesterfield reported that the con- 
tract has been awarded for the initial in- 
stallation at Centrifugal Fusing. Equipment 
is to be delivered by June 24 and installa- 
tion should take about two weeks. 


Mr. Pesterfield reported that the new 
cupola at Lansing Foundry should be com- 
pleted in about two weeks. 


The Michigan Department of Health has 
made an internal survey of Davison Chemi- 
cal Company. They have made some recom- 
mendations and will continue to survey the 
plant until compliance. 


There have been a rash of rubbish burn- 
ing complaints. Mr. Foster of the Fire 
Marshal’s office has been cooperating with 
us on these, 


Mr. Pesterfield reported that the fallout 
station order is in progress. 


The engineer was directed to report at 
our next meeting on the effectiveness of 
the new cupola at Lansing Foundry. 


The next order of business was election 
of officers for the coming year. Nominations 
were opened for Chairman. The name of 
Wesley Bintz was placed in nomination. 


It was moved by Mr. Lee, seconded by 
Mr. Dodson, that nominations be closed. 


Motion carried and the secretary was 
instructed to cast a unanimous vote for 
Mr. Bintz. 


Nominations were opened for Vice-Chair- 
man. The name of Marvin Tableman was 
placed in nomination. 


It was moved by Mr. Dodson, seconded 
by Mr. Ray, that nominations be closed. 


Motion carried and the secretary was in- 


structed to cast a unanimous vote for Mr. 
Tableman. 


The next regular meeting of the Board 
will be held July 3, 1968, at 7:30 p.m., 
in Room 136, City Hall. 


It was moved by Mr. Tableman, seconded 
by Mr. Lee that the meeting be adjourned. 


Motion carried. 


The meeting adjourned at 8:30 p.m. 
Respectfully submitted, 


BERNARD W. ANSLEY, 
Chairman. 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, July 10, 1963 





The regular meeting of the Air Pollu- 
tion Board was held July 10, 1968, at 
7:30 p.m., in Room 186, City Hall. 


Present: All board members. 


Guests: Mr. Bob Foster, Lansing Fire 
Department; Mr. C. J. Turney, Lansing- 
Ingham County Health Dept.; Mayor Bow- 
erman; Councilman Buhl; Mr, Ivan Swift. 


The meeting was called to order by Mr. 
Bintz. The secretary announced that a 
quorum was present. 


It was moved by Mr. Dodson, seconded 
by Mr. Lee, that Norma Donovan be 
reappointed as Secretary for the Board 
for 1963-1964. 


Motion carried. 


Minutes of the last meeting were ap- 
proved as printed. 


Mr. Bintz reported that Centrifugal 
Fusing had reported by phone to him 
that the necessary equipment is in the 
city and that contracts have been let. 
The plant will be closed from August 5 
to August 19 and installation will be 
made during that time. Mr. Pesterfield 
will check on the installation and report 
at the next meeting. 


Lansing Foundry has been purchased 
by an out-of-state concern and the plant 
is closed. Mr. Pesterfield reported that 
proposed cupola changes were completed 
but that they went out of business before 
the changes could be checked. 


Mr. Bintz read communications from 
Councilman Milks and Mrs. Kenneth Huff- 
man regarding Motor Wheel, Centrifugal 
Fusing or Davison Chemical Company. 


There followed a discussion of areas of 
jurisdiction of the Lansing Fire Depart- 
ment, Lansing-Ingham County Health De- 


partment and the Air Pollution Board. 
Mr. Foster presented copies of the ordi- 
nance under which they work which helped 
clarify the situation. Complaints of illegal 
burning go to the Fire Department. It 
is illegal to burn anything that gives off 
an objectionable odor. The Health De- 
partment works primarily with establish- 
ments but considers garbage its problem. 


Mr. Swift made several statements re- 
garding the problem at Motor Wheel, 


Mr. Bintz appointed Mr. Oeming, Chair- 
man, to work with Mr. Tableman and 
Mr. Pesterfield to bring our “Rules of 
Procedure” up to date. 


There was a review of the Status of 
Pending Complaints and the following 
eases were closed: Sparrow Hospital; Ani- 
mal Shelter; Lewis Fuel; Lansing Foun- 
dry; Industrial Laundry; Michigan School 
for the Blind; Fisher Body Div., GMC; 
Friedland Iron and _ Steel; Dutch Mill; 
Moores Park Power Plant and complaints 
concerning various physicians. 


Mr. Pesterfield reported that he had 
received a complaint regarding Simon 
Iron and Metal. His investigation dis- 
closed that this complaint was in the 
province of the Lansing Fire Department 
and a referral was made. Mr. Pesterfield 
was instructed to send follow-up letters 
to complainants. 


Mr. Pesterfield was instructed to follow- 
up on communications presented tonight. 


A discussion followed of the scope of 
the Engineer’s duties. The scope of the 
Secretary’s duties was also discussed. 


It was moved by Mr. Oeming, seconded 
by Mr. Lee, that Mr. Pesterfield be re- 
appointed as Air Pollution Engineer for 
1963-1964. 


Motion carried. 
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Mr. Tableman was appointed Publicity 
Chairman. There was some discussion of 
a possible Sunday feature concerning the 
work of this Board. Mr. Ansley was 
instructed to investigate possible distribu- 
tion of our new educational pamphlet. 


Mayor Bowerman and Councilman Buhl 
spoke briefly concerning the work of the 
Board. 


The next meeting will be held August 
ce at 7:30 p.m., Room 136, City 
all. 


JULY 15, 1963 


It was moved by Mr. Lee, seconded by 
Mr. Crist, that the meeting be adjourned. 


Motion carried. 


Meeting adjourned at 8:55 p.m. 
Respectfully submitted, 


WESLEY BINTZ, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, August 28, 1963 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, August 
28, 1968, at 7:30 p.m., in Room 136, City 
Hall. 


Present: Board members Bintz, Dodson, 
Lee, Oeming and Ray. 


Absent: Board members Ansley, Crist 
and Tableman. 


Guests: Messrs. John Sullivan, Joe Starich 
and Warren Leathers of Atlas Drop Forge, 
Mr. Jim Finucan, Executive Secretary to 
Mayor Bowerman and Mr. Ivan Swift. 


The meeting was called to order by 
Chairman Bintz. The secretary announced 
that a quorum was present. Minutes of 
the ‘previous meeting were approved as 
printed. 


Mr. Sullivan of Atlas Drop Forge pre- 
sented a letter outlining that company’s 
progress toward elimination of its air pollu- 
tion problem. A discussion of the situation 
followed. Mr. Pesterfield indicated that his 
only recommendation was that the com- 
pany continue its present maintenance 
policy until such time as new boilers can 
be considered. The Board went on record 
as recommending that the company keep as 
close to a thirty day clean-out schedule as 
possible to keep the problem to a minimum. 

Mr. Finucan, Mr. Swift and Mr. Pester- 
field commented on the problem regarding 
Centrifugal Fusing and Motor Wheel. Cen- 
trifugal Fusing notified the Engineer 
August 28 that the installation of their 
new equipment was completed about August 
23 and requested that the Board, in a 
body, visit the facility to view the opera- 
tion of this equipment. The Secretary was 
instructed to make arrangements with Mr. 
Collier to view the operation at 2:00 p.m., 
on September 9. Mr. Swift indicated that 


he thought the appearance of the effluent 
had improved. 


A communication was received and placed 
on file from the City Clerk’s office indicat- 
ing action recommended by Councilman 
Dean that the Air Pollution Board arrange 
for a public hearing with Centrifugal Fus- 
ing and Motor Wheel Corporation relative 
to pollution of air and fly ash. 


Mr. Pesterfield reported on his investiga- 
tions at Motor Wheel, Centrifugal Fusing, 
Davison Chemical Company, Wayne Soap 
Company and _ miscellaneous residential 
burning complaints. 


The Board instructed Mr. Pesterfield to 
send copies of his investigation reports to 
complainants unless the problem first re- 
quired Board action. 


The next meeting will be held September 
aoe at 7:30 p.m., in Room 136, City 
all. 


It was moved by Mr. Oeming, seconded by 
Mr. Lee, that the Board adjourn. 


Motion carried. 


The meeting was adjourned at 9:25 p.m. 
Respectfully submitted, 


WESLEY BINTZ, 
Chairman. 


NORMA DONOVAN, 
Secretary. 
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AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, September 25, 1963 





The regular meeting of the Air Pollution 
Board was held September 25, 1963, at 
7:80 p.m., in Room 186, City Hall. 


Present: Board Members Bintz, Crist, 
Dodson, Oeming, Ray and Tableman. 


Absent: Board Members Ansley and Lee. 


The meeting was called to order by 
Chairman Bintz. The Secretary announced 
that a quorum was present. Minutes of the 
last meeting were approved as printed. 


The Secretary read a copy of a letter 
from the Michigan Department of Health 
to Mr. Collier of Centrifugal Fusing. A 
discussion followed. Mr. Pesterfield re- 
commended that we request that a stack 
sampling study, as outlined in the Health 
Department letter, be done. It was moved 
by Mr. Dodson, seconded by Mr. Tableman, 
that Centrifugal Fusing be requested to 
carry out the recommendations of the 
Michigan Department of Health for a stack 
sampling study. 


Motion carried. 


Mr. Pesterfield reported on complaints 
regarding Lansing Elecrical Products, 
Atlas Drop Forge, Walter French Jr. High 
School and Maplewood School. It was moved 
by Mr. Ray, seconded by Mr. Crist, that the 


recommendations of the Engineer in these 
matters be followed. 


Motion carried. 


Mr. Pesterfield reported on a complaint 
regarding Fisher Body. The Board in- 
structed the Engineer to secure a progress 
report from this company for our next 
meeting. 


The Committee on Rules and Procedures 
had no report. 


The next meeting will be held Tuesday, 
October 29, 1968, 7:30 p.m., Room 1386, 
City Hall. 


It was moved by Mr. Crist, seconded by 
Mr. Dodson, that we adjourn. 


Motion carried. 


The meeting was adjourned at 8:15 p.m. 


Respectfully submitted, 


WESLEY BINTZ, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


B/C 
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AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, October 29, 1963 





The regular meeting of the Air Pollu- 
tion Board was held Tuesday evening, 
October 29, 1963, at 7:30 p.m., Room 136, 
City Hall. 


Present: Board Members Ansley, Lee, 
Oeming, Ray and Tableman. 


Absent: Board Members Bintz, Crist and 
Dodson. 


Guest: Mr. Swift. 


The meeting was called to order by 
Vice-Chairman Tableman. The secretary 
announced that a quorum was present. 
Minutes of the last meeting were approved 
as printed. 


A communication was read from R. J. 
McKinstry, Plant Engineer, Fisher Body 
Div., General Motors Corp., indicating that 
they are working on a _ solution to the 
complaint against them. The Board decided 
to continue to hold this complaint in abey- 
ance pending action by Fisher Body. 


Mr. Pesterfield reported that Centrifugal 
Fusing is still in violation. They have not 
contacted the Michigan Department of 
Health for a stack sampling study. Mr. 
Pesterfield recommends that the Board 
direct the company to take action on this 
continued violation. After some discussion, 
it was moved by Mr. Ray, seconded by 
Mr. Lee, that a directive be sent to Cen- 
trifugal Fusing, with a copy to Motor 
Wheel, telling them to move forthwith to 
correct the condition for which they are 
under citation. 


Motion carried. 


Mr. Pesterfield reported on a _ second 
complaint aginst Lansing Electric Motors. 
He has investigated the complaint, with 
Mr. Albers of the Fire Department, and 
finds no valid cause for action. It was 
moved by Mr. Oeming, seconded by Mr. 
Ray, that the Board concur with the Engi- 


neer’s report and that all parties involved 
be so notified. 


Motion carried. 


Mr. Pesterfield reported on a complaint 
against Eastern High School. He indiated 
that he recommends that this be held in 
abeyance pending further investigation. 


It was moved by Mr. Ansley, seconded 
by Mr. Lee, that a letter of appreciation 
be forwarded to the State Journal for 
their feature article on air pollution. 


Motion carried. 


It was moved by Mr. Ansley, seconded 
by Mr. Lee, that the Engineer contact 
Mr. Martin of Motor Wheel and tell him 
that he can expect to have to correct the 
problem at his plant. This Board would 
like, prior to our next meeting, a com- 
munication indicating what plans they have 
to correct the situation and when they ex- 
pect to institute corrections. 


Motion carried. 


The next meeting will be held Tuesday 
evening, November 26, 1963, 7:30 p.m., 
Room 136, City Hall. 


It was moved by Mr. Ray, seconded by 
Mr. Ansley, that the meeting be adjourned. 


Motion carried. 


The meeting was adjourned at 8:35 p.m. 


Respectfull submitted, 


MARVIN TABLEMAN, 
Vice-Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, November 26, 1963 





The regular meeting of the Air Pollu- 
tion Board was held Tuesday evening, 
November 26, 1968, at 7:30 p.m., in Room 
186, City Hall. 


Present: Board Members Ansley, Bintz, 
Lee, Oeming and Ray. 


Absent: Board Members Crist, Dodson 
and Tableman. 


The meeting was called to order by 
Chairman Bintz. The Secretary announced 
that a quorum was present. Minutes of 
the previous meeting were approved as 
printed. 


A National legislative Bulletin was read 
indicating that the U.S. Senate has passed 
the Clean Air Act, S. 482. 


Mr. Pesterfield reported that Mr. Bintz 
and he had attended a meeting with offici- 
als of Centrifugal Fusing on November 25 
relative to the Board’s letter following 
our last meeting. They have requested 
that the Board make a more thorough sur- 
vey in the area to determine whether or 
not their change in equipment is in com- 
pliance. After discussion, it was moved 
by Mr. Oeming, seconded by Mr. Ray, 
that the Board reaffirm the action taken 
at its October meeting that the Company 
be directed to move forthwith to correct 
the condition for which they are still un- 
der citation. 


Motion carried. 


Mr. Pesterfield reported that Motor 
Wheel has sent a communication indicating 
that an order has been placed for equip- 
ment to convert to a gas boiler. Installa- 
tion should be completed about January 
15, 1964. The complaint will be continued 
in abeyance until our next meeting. 


Mr. Pesterfield reported that he had 
contacted the principal at Eastern High 


School. They have requested funds for 
correcting their incinerator. Mr. Pester- 
field recommends that the Board contact 
Mr. Robert Walker, Asst. Superintendent 
in Charge of Business and Physical Plant, 
urging correction of this conditon. The 
Board authorized Mr. Bintz to send this 
letter and requested a progress report for 
our next meeting. 


Mr. Pesterfield recommends that the 
Board request Mr. McKinstry of Fisher 
Body Division to appear at our next meet- 
ing to explain what action they plan to 
or on the complaint concerning their 
plant. 


The Board so ordered. 


It was moved by Mr. Ansley, seconded by 
Mr. Lee, that the Board request Atlas 
Drop Forge to detail plans and time 
schedule for abatement of their problem. 


Motion carried. 


The next meeting will be held January 
re at 7:30 p.m., in Room 186, City 
all. 


It was moved by Mr. Ansley, seconded 
by Mr. Lee, that we adjourn. 


Motion carried. 


The meeting was adjourned at 8:40 p.m. 
Respectfully submitted, 


WESLEY BINTZ, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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